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Message Text 



UNCLASSIFIED POSS DUPE 
PAGE 01 TOKYO 00391 II08I3Z 
20 

ACTION SCI-06 

INFO OCT-OI EA-II ISO-00 ACDA-I9 CIAE-00 INR-IO 10-14 L-03 

NSAE-00 NSC-IO RSC-OI SCEM-02 DRC-OI /078 W 

072282 

R 1I070IZ JAN 74 
FM AMEMBASSY TOKYO 
TO SECSTATE WASHDC 9205 
INFO AEC GERMANTOWN 

UNCLAS TOKYO 0391 

AEC GERMANTOWN EOR FRIEDMAN 

E.O. 11652: N/A 
TAGS: TECHJA 

SUBJECT: EXPORT LICENSE EOR FUEL EOR EUKUSHIMA REACTOR 

BY APPLICATION DATED DEC 4, 1973, GE TECHNICAL SERVICES COMPANY AP- 
PLIED FOR EXPORT LICENSE TO SHIP EUEL ELEMENTS OE BATCH NUMBER THREE 
OF FIRST RELOAD EOR TEPCO'S FUKUSHIMA ONE NUCLEAR POWER PLANT. THIS 
FUEL NEEDED AT FUKUSHIMA SITE BY MARCH 31, 1974, FOR MAY REFUELING. 
APPLICATION APPARENTLY HAS NOT YET BEEN CLEARED BY AEC. SCIREP WOULD 
APPRECIATE ADVICE AS TO WHETHER OR NOT THERE IS ANY PROBLEM THIS AP- 
PLICATION AND WHEN APPROVAL CAN BE EXPECTED. 

SHOESMITH 



UNCLASSIFIED 



NNN 
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Message Attributes 



Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channei indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: EXPORT LICENSES, NUCLEAR FUELS, NUCLEAR POWER PLANTS 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 11 JAN 1974 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974TOKYO00391 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: n/a 

From: TOKYO 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t1 97401 46/aaaabrle.tel 
Line Count: 41 
Locator: TEXT ON-LINE 
Office: ACTION SCI 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: elyme 
Review Comment: n/a 
Review Content Flags: 

Review Date: 02 OCT 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <02 OCT 2002 by WorrelSW>; APPROVED <18-Nov-2002 by elyme> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: EXPORT LICENSE FOR FUEL FOR FUKUSHIMA REACTOR BY APPLICATION DATED DEC 4, 1973, GE TECHNICAL SERVICES 

COMPANY AP- 

TAGS: TECH, JA 

To: STATE 

Type: TE 
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